materials apparently became lodged in the reclaim belt
were taken off the belt and placed on the platform*
Mr. Migaiolo marked his sketch, exhibit 6-9 f with green mark-
ings indicating the platform areas which lacked a toeboard.
One area was 3 feet long and the other area was 9 feet long.

Mr. Migaiolo stated that the existing toeboards were
from 4 to 8 inches in height and were welded to the side of
the platform.  In order to determine whether toeboards are
required/ one must first determine whether anyone would be
passing or working under the platform.  In his opinion, per-
sons such as a cleanup man, an examinerf or a repairman would
normally travel or work under or on the platform and would
also go up the stairs to reach the platform.  The platform
was subject to vibration from the motor while the belt was
running, as well as from the normal vibration of the head-
house, and he believed that it was reasonably likely that the
vibration would cause the debris to fall off the platform to
the floor below.  If these materials struck someone, they
would inflict serious injuries.

Mr. Migaiolo stated that he observed an unprotected 4 to
5 inch gap or opening between the edge of the platform and
the belt below for a distance of 3 feet.  Platform vibration
could result in a roof bolt rolling over the edge of the plat-
form where there was no toeboard, through the opening and to
the ground some 40 feet below.  The roof bolt could hit the
windshield of an end loader which normally worked on the
ground under the opening.

Mr. Migaiolo observed that the platform had been recently
hosed down with water but the debris and materials had not
been removed.  He observed no coal dust accumulations on the
platform.  He described the area under the platform as a
"vacant work area," and he did not believe that it was a "high
traffic area.11  However, he still believed that the materials
and debris on the platform could fall off the unprotected
edges and strike someone in the work areas below.  He also
believed that anyone passing under the platform would not
always use the travelway along the wall, and that they would
have access to the stairway by passing under the platform from
different directions.

Mr. Migaiolo described the mine operator as conscientious
in the manner in which it examined the building, and indicated
that the headhouse is inspected and cleaned up at least once a
day.  He confirmed that the platform had a 32 to 34 inch
11 double barrel" handrail installed around its perimeter.
Although someone on the platform inspecting the motor would
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